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Modelling
the plumb-line placed at one of the extremities of the plank, and thirdly the depth from the plumb-line placed opposite the point (Fig. 83), Transpose these measurements on the enlargement. It is thus easy to trace horizontal lines across the relief, on which dots will be marked at the necessary places, so as to avoid taking the height at each point (Fig. 83).
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FIG. 83.
As in the case of the horse one may proceed by a second method in which the plumb-lines need not be used and the